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GLANCY AUTO COURTS 10,856 

We wont you to spend o night in these beautiful, 
modern air conditioned courts. 8 blocks South of 
Main on 66 short cut. 

Mr. and Mrs. Chester Glancy 
^ Owners and Managers 

Phone 641 Clinton, Oklahoma 
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CLINTON, OKLAHOMA 





